mSBM COMilSSECS! LUOM* - OSWALD HOT "AL0H3 AKD UNASSISTED" 

The Warren Commission was wrong. Lee Harvey Oswald did not assassi- 
nate President Johns'. Kennedy "alone and unassisted”. Hie proef is in 
the committee's own documentation. It is photographic , and incontrovertible. 

The same bullet did not hit both President. Kennedy and Governor 
Connally. This, also, is established by the commission’s own documentation. 

The Presidential car was not where the commission located it in its 
reconstruction of the crime of the century. Again, the commission’s own 
documentation establishes this beyond question. 

And if deception (more likely of than by the commission) is not in- 
volved, then, at the very best, an inexeusable error of shocking magnitude 
has been made. 

Because the two fundamental findings of the commission were that 
Oswald was alone and unassisted and that only three bullets were fired, 
the entire report and conclusions based on these assumptions are new 
suspect. Without doubt, there were at. least four bullets, and this also 
the commission’s own documentation establishes. 

Analysis of the report and the writings of commission members raises 
more questions than were answered. And the whole monumental ta§k of deter- 
mining who did what on that never-to-be-forgotten November 22, 1963, in 

) 

Dallas must be done all over again. We still don't know I 

And why has there been no revelation of what Oswald told the police? 


y 



barren Commission Prong- explanation of lead. 


The basic oonelusion of th-- warren Commission is that Lee Earvey Oswald, 
alone and unassisted, assassinated President Kennedy. 

Almost -s basic - and the only conclusion that makes possible the assertion 
that one man did the shooting - is the claim that only three bullets were fired. 

One of these bullets, according to the. Commission, hit ncjone and was 
recovered. One, the second to hit President Kennedy, struck him in the head and m 
was the fetal bullet. One first hit president Kennedy and then struck Governor 
normally . Xi this bullet did not hit both President Kennedy and the Governor, then 
there were at least four shots. There has been much doubt, recognized by the 
Commission, that either Oswald or a better shot could have gotten off three shots, 
especially such accurate shots, in the brief span of about six seconds. A fourth 
bullet, particularly sn accurate one, destroys the Comission’s entire report. 

Yet it is incontrovertsble, fro a. the Commission’s own photographic documen- 
tation, that the President an d the Governor were not struck by the same bullet. 

This photographic evidence appears in the Gctooer 2, 1S64 issue o^ LIKE, on the 
cover and on pages 4G-50B. Earlier, it appeared in the Hovember 29, 1963 issue of 
LIKE, on pages 24-27. These 8mm movies were taken by a man neraed Zapruder and according 
to then-cur.: ent reports were purchased by 
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ignoring tre (possibility or 


such & path through the President * s body - 


unless the upright ,r. Kennedy had been leaning forward, which would have necessi- 


tated s much lower entry point on the Governor’s body, such a path as described 

through the Governor’s body would have b- en possible only had he turned in such a 

position ss to put nis back toward his wife. 

These pictures, especially the one numbered "2” on page 45 of LITE for 

October 2 and the top row on pp. 24—25 of the November 29 issue, prove this was not 

one 

the case, hence the bullet that strueic the governor could not have been the same ftg 
that 

Mm first struck the President. The Governor was sitting upright, directly in front of 
the hresident, and looking straight ahead. 

In the facf oi this obvious fact, it is mere lilyGgildinj to point out 


that it is also (possible for & bullet to have been fired from the sixth floor of the 


Depository Building and to have hit the upright President at en upward rather than s 
downward angle , then to have straightened out into a path roughly parallel with the 
ground and to have hit she Governor and immediately turned downward and to the left. 

On the second page of LITE’S pictures in the November 29 issue, the moment 
the Governor was struck is identified, ana it is after the President had been struck 
and had clearly reacted by raising his arms to his neck and had begun to lower them. 

The. October 2 issue also has an aerial photograph of the area on page 47. 
■There is a different photograph of the ss » area, including more territory, in the 
October 2, 1964 issue of TIMS, on page 46. The LIFE photograph is labelled to show- 
several things, including where the photographer stood when taking the pictures, 
where the car was when the hresident was shot, and where a witness turned H.L. Brennan 

was "sitting”. On page 42, Lr. Brennan is described by Congressman Gerald H. Ford, a 

* IT***? 

member of the lifer r-en Ga-mission, as ’’the most important” to appear before it . while 


it is not possible to be absolutely certain with the greininess of sue reproduction, 
iilsoulQ a >peer that the picture "1” on page 42, which show s this area, does not reveal 
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*dr. Brenusn at that point and sitting. 

Lucii more important, the point, identified as the location from which the 
pictures were taken could not po s sibly have been and in fact is a considerable distance 
closer to the Depository Building than was the case. This is unmistakably established 
by thci pictures themselves, .hether the error was made by the Commission or bv LIFE 
is unknovm. The effect is to locate the point «t which the first shot hit as earlier 
sru-i closer ..o the repository and to have thus increased the shoot in.;; time. This cen be 
readily established by drawing straight lines on the serial photograph between this 
point and clear landmarks in the pictures. ..here, in feet, was th? csciersd 

Picture ”1" on page 43 sho • s the bock of a road sign, which occupies at 
least i sixth of the frame. The' i-Tovember 29 issue, in the caution on page 24, identifies 
^ne j. oad sign - m cells on t ion to tne nset t no t trie -.resident was shot whiie view 


of him was blocked by :ne sign, hence it is cleer that the camera was behind th 


sign. 


not either in front of it or closer to the Depository, as the aerial photograph is 


marked to show. 


.by drawing lines from the actual position of^he earners to landmarks clearly 
vi sioxe in tue various frames, the position of the vehicle end its occupants can be 
precisely established for the entire sequence of events. 

It is also possible to establish the point at which the footage ends by an 
equally unmistakable landmark. Only slightly pest the sign :i na on the opposite side of 
the road, the Iswn ends and paving begins. Tone of this paved area Is visible in any of 
tne frames reproduced, md picture "6", taken slightly after she impact of the fatal f 
bullet, is Lnost at right < ngles to the earners. 

from this it is clear t-het all the bullets struck --hen the car was farthur 
from the building end Closer to the overpass than the locations reported. It would 
also seem that all struck during the time the car was between the center two of the 
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four lampposts visible in the photograph on page 47. 

...any other interesting facts can. be deduced from close examination, of 
these pictures, such as when blood appeared, when and how other occupants of the car 
reacted ana wnat they did ana did not do. These • hotogrephs corroborate the 
account of Governor Connelly, that he was hit by the second bullet he heard. 

In addition, his facial expression indicates he was not struck by the first bullet 
to hit the President. 


Whatever conclusions are drawn from the many revelations of these official 
Go mission pictures, it is incontrovcrtsble that they prove the Commission’s entire 
reconstruction of the crime is destroyed, nee Harvey Oswald could not have been alone 
and unassisted, and Governor Go anally could not have been struck by the first bullet to 
injure the President. 
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I age- -40- Reeenactment. Note that this is not the same type of vehicle 
.and that there no jump sests end only four rather then six cxxupsnt s . It is 
nonetheless clear than the cross-hairs shew e bullet hitting the ; ien in the seat 
in which lr 1-i‘dlsmt Kennedy was would not be hit 'ey t bullet striking at the point : 
crossing of the heirs, additionally, ss the color photos enlarged fro n the 8mm 
movies anc other photos show, there is several feet' of space between the back seat 
the jump seats, hence a bullet on a downward trajectory would be /^uch lower in the 
event it actually had gone through the occupant of the rear seat and bit the 
occupant of the jump seat. 
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Page 41- If this is indeed a photo that "shaped the : s ren Report", that 
shape had to be distorted, Note that the 3TBI man is using s rifle without tele- 
scopic sights. This makes for much more rapid recovery after the rifle kicks, much more 
rapid re-sighting of the target, when sighting through 8 telescopic sight, as with 
using binoculars, there are no points of reference visible and relocating the general 
t^get takes much longer. Thereafter, lining up the cross-hairs takes additional 
time. l.ueh a re-enactment, if used ss e be sis of time calcul tions, would be entirely 
•without validity. 


Page 43- N 0 te unmistakable road-sign that establishes location of camera. 
Gompe re with indicated position on page 47, from which photogre ph e r Zs cruder is alleged 

to have shot pictures. Text os barren report does not identify .„,apruder,’s position. 
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-f-t merely ats - t e-s photographs of re-enactment were taken from the same apbw'The photo- 
graphs used in the report , pages 100-105 clearly show that the re-enactment did not 
exactly duplicate the original movies. Sometimes the angle is different, sometimes 
the area covered, sometimes the position of the vehicle, etc. This is clear to the 
most cursory examination once examination end study is made. ,PL1 page references to 
official Government Printing Office copy of Report, GPu Number 730-900 0—54. Note that' 
in this as in other frames there sib unquestionable background landmarks, such as the 
tree, the masonry, the shrubbery, etc. .... 

Photograph 2 is not the first in the sequence shaving the injured Presid-ent. 
But note that Governor Gonna Hy hss not yek' turned.-, as he testified and other frames 
show. This picture shows clearly the impossibility of ®x±ksr a penetration of 
the Governor Ss back by the' bullet exiting President Kennedy’ s neck because of the 
path taken by the bullet that injured Conns lly: downward from his right shoulder 
and into his left thfcgfe. Prior to this picture, none show the Governor as having 
turned, end there is agreement that he turned first to his right snd then to his 
left (see succeeding pictures). The bullet that struck the p'resi"' ent hit him when the 
road sign was between Zgpruder snd the car. 


Pages 44-45 snd cover. The cover would seem to go be 
but if where was cropping, might go bet -seen No s. 4 and 5. ^ 0 te 
and bottom of frame. .Does Connelly look ss though he had been 
sequence nieces car with respect to photographer (serial photo- 
impact on Kennedy’s heed, was made just as the csr wss passing 
the camera •• nd Picture 5 was made at just about 90 degrees. 


tween Pictures 3 and 4, 
eagle of car to camera 
hit 1 ; Lamppost in cover 
, page 47). Picture 6, 
the 90 degree mark with 


Page ^6. These two pictures wer 
but before the paved ares on the side of 
to the csrasre. 


then after the car passed the photographer 
road opposite the phctogr.-.pher was visible 



Page 47- s^eisl photograph of area. The closest thing to this if} the He port (psge 23} 

1 8 Ices up less than a half-psge, is badly overexposed, seems to have been retouched, 
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and is on a much smaller sscle, perhaps 2G-25T<" BdiTeven this ted picture, with all the 
good ones available, could have been twice as large if it hsd teen printed in the 
other dimension, sideways on the page. Idn.es on LITE photo are approximate, from camera 
to target. From this it can b seen that all shots were fired a prteimstely while car 
•was between second and third lampposts on building side of street (Elm) . Also, note 
the first lamppost shows in photograph on psge 50A. This photograph is Commission 
Exhibit No. 900 and appears in reduced form on page 113 of the report. It was taken by 
James Altgens, Dallas IP, who said he snapped it"* almost simultaneously* with a shot 
which he is confident was the first one fired." The commission then says (this is 
quoted from page 11$ that the nltgens shot was made* 30 to 45 frames, or approximately 
two seconds later -than the point at which the La prude r film show’s the President was shot 
in the neck" . Even making allowances jF any special lenses Altgens might have used, 
this seems unlikely, unless the shot he is confident he heard was the one that hit 
nothing, and the Report fails to identify the point on the curbstone this missed shot hit. 
-LLso, two seconds is less time that the minimum the Commission placed of 2.3 second for 
the interval between shots (ana this seems optomistie to me). It is not inconsistent 
with the theory that at least two rifles were used, which the Lspruder pictures in them- 
selves prove. 

Pages 48, 4^ Note the differences that seem to exist in the two rifles, especially 'in 
the sligfe. in the picture on page 48, the sling is attached farther from the butt end 
then the one on page 49. It seems to have xi& leather pad, as the one on page 49 has. 

The color differences may or may not be significant*. This picture is Exhibit 133-A. 
it and 153-B admittedly had been "touched up”, when used. Oswald, in his ignored 
questioning (printed in the exhibits, snu this opens up a whole new vista ) t insists the 
picture is a fake and that based upon his experience ( photo -engravings ) he^prove this 
in open court. In the Report, these pictures are on page 126. Only one negative was 
found in Oswald's possession, according to the appendix (police interrogations). 
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